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E.O. 11652: N/A 
TAGS: NATO, SENV 

SUBJECT: CCMS: ENERGY CONSERVATION IN BUILDINGS 
REF: STATE 32487 

1. AS REQUESTED REFTEL, WE FORWARDED TO J. B. DICK 
PRELIMINARY PAPER ON ENERGY CONSERVATION IN BUILDINGS. 
WE HAVE JUST RECEIVED LETTER FROM DICK IN WHICH HE 
STATES THAT HE HAS NO COMMENTS, BUT WOULD LIKE TO BE 
KEPT POSTED ON DEVELOPMENTS. 

2. DICK ADDED THAT UK BUILDING RESEARCH ESTABLISHMENT 
IS IN CLOSE TOUCH WITH US CENTER OF BUILDING TECH- 
NOLOGY, NATIONAL BUREAU OF STANDARDS, THROUGH 
COLLABORATIVE RESEARCH PROGRAMS. 
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